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SPECIFICATION FOR 
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SOLVENTS 

PART 3 SPECIFICATIONS FOR INDIVIDUAL MATERIALS 
Section 7 Baking Varnishes with Temperature Index 180 

0. FOREWORD 

0.1 This Indian Standard ( Part 3 / Sec 7 ) was adopted by the 
Indian Standards Institution on 24 March 1983, after the draft finalized 
by the Solid Electrical Insulating Materials Sectional Committee had 
been approved by the Electrotechnical Division Council. 

0.2 This standard deals with insulating varnishes containing solvents. It 
consists of the following three parts. 

Part 1 Definitions and general requirements, 

Part 2 Methods of tests, and 

Part 3 Specifications for individual materials. 

0.3 This standard ( Part 3 / Sec 7 ) stipulates the requirements for 
baking varnishes with temperature index 180. 

0.4 This standard should be read in conjunction with IS : 10026 ( Part 1 )- 
1981* and IS : 10026 ( Part 2 )-1982f. 

0.5 This standard specifies optional requirements for density, flash point, 
dilution ability and reaction of varnish with copper, which shall be carried 
out if agreed to between the purchaser and the supplier and shall be within 
the limits when compared with declared values applying the tolerances 
given in Table 1. 

0.6 This standard supersedes IS : 350-1968J. 



'Specification for insulating varnishes containing solvents: Part 1 Definitions and general 
requirements 

f Specification for insulating varnishes containing solvents : Fart 2 Methods or tests. 

{Specification for organic, baking, impregnating, insulating varnishes for electrical 
purposes (jirit Mvuion ). 
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0.7 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, expressing 
the result of a test or analysis, shall be rounded off in accordance with 
IS : 2-1960*. The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard 



1. SCOPE 

1.1 This standard ( Part 3 / Sec 7 ) covers the requirements for both 
impregnating and finishing insulating varnishes containing solvents, curing 
of which require the application of heat and which are of temperature 
index 180. 

1.2 Impregnating varnishes are classified in two types, namely: 

a) flexible; and 

b) hard 

2. REQUIREMENTS 

2.1 All materials in a consignment s>hall comply with the requirements 
given in IS ; 10026 ( Part 1 )-1981t, for colour, condition of supply, and 
shelf life. 

3. PERFORMANCE REQUIREMENTS 

3.1 When tested according to the relevant methods described in 
IS : 10026 ( Part 2 }-\9&2%, the material shall conform to the requirements 
given in Table 1 . 



*Rule» far rounding off numerical values ( roitssd ) . 

t Specification for emulating varnishes containing solvents: Part 1 Definition* and general 
requirements 

^Specification for insulating varnishes containing solvents: Part 2 Method* of test*. 
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AhENDI€NT NO. 1 JANUARY 1986 

TO 

IS:10026{Part 3/Ssc 7)-1983 SPECIFICATION FOR 
INSULATING VARNISHES CONTAINING SOLVENTS 

PART 3 SPECIFICATIONS FOR INDIVIDUAL MATERIALS 

Section 7 Baking Varnishes with 
Temperature Index ISO 

\Tage 5, Table 1, SI No. (ill)] - Substitute the 
following for the existing natter under respective 
columns: 



SL 


PROPERTY 


TEST METHOD 


REQUIREMENT 


REMARK 


NO. 




CLAUSE 






(1) 


(2) 


(3) 


(U) 


(5) 


iii) 


Hon-vola- 


5 of 


±2 percent 


Nominal 




tile 


IS: 10026 


of the nomi- 


value to 




nattert 


(Part 2)- 
1982f 


nal value 


be agreed 
bet ween 
the 

purchaser 
and the 
suppl ier 
and shall 
not be 
belov bO 
percent 



(EFDC 63) 
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